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UNCLASSIFIED 

PAGE 01 TAIPEI 03570 070930Z 
ACTION SCS-06 

INFO OCT-OI ISO-00 CCO-00 PASO-00 /007 W 

093295 072I24Z/66 

R 070928Z JUN 78 
FM AMEMBASSY TAIPEI 
TO SECSTATE WASHDC 7685 

UNCLAS TAIPEI 03570 

E. O. 11652 :N/A 

TAGS : CASC(PETTIS, GLENN A.) 

SUBJECT : WAV FUNDS: GLENN A. PETTIS 

REE: STATE 141281 


Message Text 


TO: RANDY WHITEMORE 
4266 WIRT 

OMAHA, NEBRASKA 68111 

EMBASSY VERIEIED THROUGH LOCAL POLICE AUTHORITIES 
THAT MR. PETTIS DEPARTED TAIPEI ON JUNE 4TH VIA 
PANAM PLIGHT 842. AMEMBASSY, TAIPEI, TAIWAN, REPUBLIC 
OF CHINA. UNGER 


NOTE BY OC/T: PASSED ADDRESSEE. 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978TAIPEI03570 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780238-0579 

Format: TEL 
From: TAIPEI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780684/aaaacuke.tel 

Line Count: 38 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b7cccc8f-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION SCS 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 141281 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2447246 
Secure: OPEN 
Status: NATIVE 

Subject: W/W FUNDS: GLENN A. PETTIS 
TAGS: CASC, (PETTIS, GLENN A) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b7cccc8f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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